Minister's  Requirement  for  Fees 
(see  Environmental  Protection  Act,  s.  179.1) 

Application  Fees  for  Environmental  Compliance  Approvals 
under  the  Environmental  Protection  Act 

Interpretation 

1.(1)  In  this  Requirement, 

"class  1  mobile  PCB  destruction  facility  waste  disposal  site",  "class  2  mobile  PCB 
destruction  facility  waste  disposal  site",  "class  3  mobile  PCB  destruction 
facility  waste  disposal  site",  "class  1  mobile  PCB  destruction  facility  waste 
management  system"  and  "class  2  mobile  PCB  destruction  facility  waste 
management  system"  have  the  same  meanings  as  in  Regulation  352  of  the 
Revised  Regulations  of  Ontario,  1990; 

"Director"  means  a  Director  appointed  under  section  5  of  the  Environmental 
Protection  Act  for  the  purposes  of  Part  1 1.1  of  the  Act; 

"emission  summary"  means  an  emission  summary  and  dispersion  modelling 
report  prepared  in  accordance  with  the  Ministry  of  the  Environment 
publication  entitled  "Guideline  A-10:  Procedure  for  Preparing  an  Emission 
Summary  and  Dispersion  Modelling  (ESDM)  Report"  and  dated  March 
2009,  as  amended  from  time  to  time; 

"environmental  compliance  approval"  has  the  same  meaning  as  in  the 
Environmental  Protection  Act; 

"hazardous  waste",  "liquid  industrial  waste",  "thermal  treatment",  and  "waste- 
derived  fuel"  have  the  same  meanings  as  in  Regulation  347  of  the  Revised 
Regulations  of  Ontario,  1990; 

Administrative  Processing  Fees 

2.(1)  An  applicant  for  an  environmental  compliance  approval  shall  pay  an 
administrative  processing  fee  of  $200  at  the  time  of  submitting  the  application,  if, 
in  the  opinion  of  the  Director,  the  application  requires  a  technical  review. 


(2)  Subsection  (1)  does  not  apply  if  the  application  is  in  respect  of  an 
environmental  compliance  approval  that  relates  to  a  site  for  hauled  sewage  or  to 
a  biosolids  site. 


(3)  An  applicant  for  an  environmental  compliance  approval  shall  pay  an 
administrative  processing  fee  of  $100  at  the  time  of  submitting  the  application,  if, 
in  the  opinion  of  the  Director,  the  application  does  not  require  a  technical  review. 


(4)  Despite  subsection  (3),  an  applicant  for  an  environmental  compliance 
approval  in  respect  of  a  hauled  sewage  or  biosolids  waste  management  system, 
shall  pay  an  administrative  processing  fee  of  $50,  if,  in  the  opinion  of  the 
Director,  the  application  does  not  require  a  technical  review. 

(5)  Subsections  (1)  and  (3)  do  not  apply  where  an  applicant  requests  the 
Director  to  amend  an  environmental  compliance  approval  as  a  result  of  action 
that  the  applicant  has  been  required  to  take  by  the  Director  pursuant  to  a 
condition  contained  in  the  approval. 


Fees  for  activities  mentioned  in  subsection  9(1)  of  the  Environmental 
Protection  Act 

3.(1)  An  applicant  for  an  environmental  compliance  approval  to  engage  in  an 
activity  mentioned  in  subsection  9(1)  of  the  Environmental  Protection  Act  shall 
pay  a  fee  at  the  time  of  submitting  the  application,  if,  in  the  opinion  of  the 
Director,  the  application  requires  a  technical  review. 


(2)  The  amount  of  the  fee  payable  under  subsection  (1)  is  the  sum  of  the 
following  amounts: 

1.  For  each  type  of  subject  matter  referred  to  in  Column  1  of  Schedule 
1  to  which  the  application  relates,  the  corresponding  amount  set  out 
in  Column  2  of  that  Schedule; 

2.  If,  in  the  opinion  of  the  Director,  a  review  of  an  emissions  summary 
is  required  in  connection  with  the  application,  the  amount  set  out  in 
Column  2  of  Schedule  2  that  corresponds  to  the  applicable  type  of 
review  referred  to  in  Column  1  of  that  Schedule;  and 

3.  If,  in  the  opinion  of  the  Director,  a  noise  assessment  or  a  review  of 
a  noise  assessment  is  required  in  connection  with  the  application, 
the  amount  set  out  in  Column  2  of  Schedule  3  that  corresponds  to 
the  applicable  noise  source  referred  to  in  Column  1  of  that 
Schedule. 


(3)  The  amount  of  the  fee  determined  under  subsection  (2)  in  respect  of  an 
application  by  a  person  shall  be  reduced  by  the  amount  of  any  fee  paid  by  the 
person  under  subsection  (5)  in  respect  of  a  proposed  application  that  related  to 
the  same  subject  matter. 


(4)  For  the  purpose  of  paragraph  1  of  subsection  (2),  the  sum  of  the  amounts 
referred  to  in  that  paragraph  shall  be  deemed  to  be  $400  if  the  applicant  requests 
the  Director  to  amend  an  environmental  compliance  approval  and  the 
amendment  will  not  authorize  an  increase  in  the  discharge  of  any  contaminant 
that  was  reviewed  by  the  Director  for  the  purposes  of  issuing  the  approval. 


(5)  A  person  who  requests  the  Director  to  conduct  a  preliminary  review  of 
documentation  to  support  an  application  that  the  person  proposes  to  make  for  an 
environmental  compliance  approval  for  an  activity  mentioned  in  subsection  9(1) 
of  the  Environmental  Protection  Act,  shall  pay  a  fee  that  is  25  per  cent  of  the  sum 
of  the  amounts  set  out  in  subsection  (2)  at  the  time  of  submitting  the  request. 


(6)  Subsections  (1)  and  (5)  do  not  apply  where  an  applicant  requests  the 
Director  to  amend  an  environmental  compliance  approval  as  a  result  of  action 
that  the  applicant  has  been  required  to  take  by  the  Director  pursuant  to  a 
condition  contained  in  the  approval. 


Fees  for  activities  mentioned  in  subsection  27(1)  of  the  Environmental 
Protection  Act 

4.(1)  An  applicant  for  an  environmental  compliance  approval  to  engage  in  an 
activity  mentioned  in  subsection  27(1)  of  the  Environmental  Protection  Act  shall 
pay  a  fee  at  the  time  of  submitting  the  application,  if,  in  the  opinion  of  the 
Director,  the  application  requires  a  technical  review. 

(2)  The  amount  of  the  fee  payable  under  subsection  (1)  is  the  sum  of  the 
following  amounts: 

1.  For  each  type  of  subject  matter  referred  to  in  Column  1  of  Schedule 
4  to  which  the  application  relates,  the  corresponding  amount  set  out 
in  Column  2  of  that  Schedule;  or 

2.  If  the  applicant  requests  the  Director  to  amend  an  environmental 
compliance  approval,  for  each  type  of  subject  matter  referred  to  in 
Column  1  of  Schedule  5  to  which  the  application  relates,  the 
corresponding  amount  set  out  in  Column  2  of  that  Schedule. 

(3)  The  amount  of  the  fee  determined  under  subsection  (2)  in  respect  of  an 
application  by  a  person  shall  be  reduced  by  the  amount  of  any  fee  paid  by  the 
person  under  subsection  (4)  in  respect  of  a  proposed  application  that  related  to 
the  same  subject  matter. 


(4)  A  person  who  requests  the  Director  to  conduct  a  preliminary  review  of 
documentation  to  support  an  application  that  the  person  proposes  to  make  for  an 
environmental  compliance  approval  for  an  activity  mentioned  in  subsection  27(1) 
of  the  Environmental  Protection  Act,  shall  pay  a  fee  that  is  25  per  cent  of  the  sum 
of  the  amounts  set  out  in  subsection  (2)  at  the  time  of  submitting  the  request. 


(5)  Subsections  (1)  and  (4)  do  not  apply  where  an  applicant  requests  the 
Director  to  amend  an  environmental  compliance  approval  as  a  result  of  action 
that  the  applicant  has  been  required  to  take  by  the  Director  pursuant  to  a 
condition  contained  in  the  approval. 


Fees  for  activities  mentioned  in  subsection  53(1)  of  the  Ontario  Water 
Resources  Act 

5.(1)  An  applicant  for  an  environmental  compliance  approval  to  engage  in  an 
activity  mentioned  in  subsection  53(1)  of  the  Ontario  Water  Resources  Act  shall 
pay  a  fee  at  the  time  of  submitting  the  application,  if,  in  the  opinion  of  the 
Director,  the  application  requires  a  technical  review. 


(2)  The  amount  of  the  fee  payable  under  subsection  (1)  is  the  sum  of  the 
following  amounts: 

1.  $1,400,  if,  in  the  opinion  of  the  Director,  a  review  of  an  effluent 
quality  criteria  assessment  for  stormwater  management,  cooling 
water  or  soil  remediation  facilities  is  required  in  connection  with  the 
application; 

2.  $6,000,  if,  in  the  opinion  of  the  Director,  a  review  of  an  effluent 
quality  criteria  assessment  for  municipal  or  private  sewage, 
industrial  process  wastewater  or  leachate  treatment  plants  is 
required  in  connection  with  the  application; 

3.  $3,000,  if,  in  the  opinion  of  the  Director,  a  review  of  a 
hydrogeological  assessment  is  required  in  connection  with  the 
application;  and 

4.  For  each  type  of  subject-matter  referred  to  in  Column  1  of  Schedule 
6  to  which  the  application  relates,  the  corresponding  amount  set  out 
in  Column  2  of  that  Schedule;  or 

5.  If  the  applicant  requests  the  Director  to  amend  an  environmental 
compliance  approval,  whichever  of  the  following  amounts  is 
applicable: 

i.    $3,600,  if  the  application  relates  to  an  amendment  to  an 
environmental  compliance  approval  in  respect  of  an  existing 
treatment  plant  to  include  additional  facilities  that  do  not 
increase  the  approved  rated  capacity  of  the  plant,  including 


new  tertiary  treatment  facilities,  plant  process  waste  stream 
treatment  and  disposal  facilities,  new  treatment  facilities  to 
replace  deteriorated  facilities  and  the  establishment,  alteration, 
expansion  or  replacement  of  an  outfall. 

$1,800,  if  the  application  relates  to  the  alteration,  extension  or 
replacement  of  treatment  plant  equipment  or  processes  that 
do  not  involve  the  addition  of  new  facilities,  including, 

A.  the  alteration,  extension  or  replacement  of  a 
pumping  system,  an  aeration  system,  a  chemical 
storage  or  application  system,  filter  media  or  a 
standby  power  supply  system, 

B.  the  provision  of  additional  points  of  process 
chemical  application,  and 

C.  the  provision  of  odour  control  equipment  facilities. 
$600,  in  any  other  case. 


(3)  Subsection  (1)  does  not  apply  where  an  applicant  requests  the  Director  to 
amend  an  environmental  compliance  approval  as  a  result  of  action  that  the 
applicant  has  been  required  to  take  by  the  Director  pursuant  to  a  condition 
contained  in  the  approval. 


Fees  for  hearings 

6.(1)  If  the  Director  requires  the  Environmental  Review  Tribunal  to  hold  a  hearing 
under  Part  1 1.1  of  the  Environmental  Protection  Act  in  respect  of  an  application  for 
an  environmental  compliance  approval  for  an  activity  mentioned  in  subsection 
27(1)  of  the  Environmental  Protection  Act  or  subsection  53(1)  of  the  Ontario 
Water  Resources  Act,  the  applicant  shall  pay  a  fee  of  $18,000. 


(2)  The  applicant  shall  pay  the  fee  before  the  hearing  begins. 


(3)  The  fee  payable  under  this  section  is  in  addition  to  any  fee  payable  under 
sections  4  or  5. 


(4)  Subsection  (1)  does  not  apply  in  respect  of, 

(a)  an  applicant  requesting  the  Director  to  amend  an  environmental 
compliance  approval  as  a  result  of  action  that  the  applicant  has  been 
required  to  take  by  the  Director  pursuant  to  a  condition  contained  in 
the  approval;  or 

(b)  an  appeal. 


Fees  for  the  revocation  of  an  environmental  compliance  approval 

7.(1)  A  person  who  requests  the  Director  to  revoke  all  or  part  of  an  environmental 
compliance  approval  shall  pay  a  fee  at  the  time  of  submitting  the  request,  if,  in 
the  opinion  of  the  Director,  the  revocation  requires  a  technical  review. 


(2)  The  amount  of  the  fee  payable  under  subsection  (1)  is  the  sum  of  the 
following  of  the  following  amounts: 

1.  an  administrative  processing  fee  of  $200; 

2.  whichever  of  the  following  amounts  is  applicable: 

a.  any  fees  mentioned  in  subsections  3(2)  and  3(4); 

b.  any  fees  mentioned  in  paragraph  2  of  subsection  4(2);  and 

c.  any  fees  mentioned  in  paragraphs  1  to  4  of  subsection  5(2). 


(3)  For  the  purposes  of  subsection  (2),  the  fees  mentioned  in  subsection  (2) 
apply  with  necessary  modifications  in  respect  of  the  request  to  revoke  all  or  part 
of  an  environmental  compliance  approval. 


(4)  Subsection  (1)  does  not  apply  where  a  person  requests  the  Director  to 
revoke  all  or  part  of  an  environmental  compliance  approval  as  a  result  of  action 
that  the  applicant  has  been  required  to  take  by  the  Director  pursuant  to  a 
condition  contained  in  the  approval. 


Refunds 

8.(1)  Subject  to  subsection  (2),  the  Director  may  refund  to  the  applicant  all  or  part 
of  a  fee  paid  under  sections  3  to  6,  if, 

a.  the  applicant  withdraws  the  application  before  the  Director  makes  a 
decision  on  the  application;  or 

b.  the  Director  refuses  the  application,  in  whole  or  in  part. 


(2)  Subsection  (1)  does  not  authorize  the  refund  of  an  amount  specified  in 
section  2,  subsection  3(5),  and  subsection  4(4). 


(3)  The  Director  may  refund  to  the  person  all  or  part  of  a  fee  paid  under  section 
7,  if, 

a.  the  person  withdraws  the  request  before  the  Director  makes  a 
decision  on  the  request;  or 

b.  the  Director  refuses  the  request,  in  whole  or  in  part. 

(4)  Subsection  (3)  does  not  authorize  the  refund  of  an  amount  specified  in 
paragraph  1  of  subsection  7(2). 


Payee 

9.(1)  All  fees  payable  under  this  Requirement  are  payable  to  the  Minister  of 
Finance. 

(2)  A  fee  payable  under  this  Requirement  in  respect  of  an  application  shall  be 
remitted  by  paying  the  fee  to  a  municipality  if  the  responsibility  for  reviewing  the 
application  has  been  transferred  to  the  municipality  in  accordance  with  the  list  of 
municipalities  under  the  Transfer  of  Review  Program  available  at  the  Public 
Information  Centre  at  the  Ministry  or  at  the  Approvals  Branch  of  the  Ministry. 

Commencement 

10.(1)  This  Requirement  comes  into  force  on  October  31,  2011. 


Signed  this  23rd  day  of  August,  2011. 


Original  Signed  by 

The  Honourable  John  Wilkinson 
Minister  of  the  Environment 


SCHEDULE  1 

ACTIVITIES  MENTIONED  IN  SUBSECTION  9(1)  OF  THE 

ENVIRONMENTAL  PROTECTION  ACT  —  SUBJECT-MATTER 


Column  1 

Column  2 

Subject-Matter 

Amount 

1.  Combustion  equipment  that, 

$400. 

(a)  uses  natural  gas,  propane,  no.  2 
oil,  landfill  gas  or  sewage 
treatment  gas  for  fuel; 

(b)  is  designed  to  have,  in  total,  a 
maximum  heat  input  of 
50,000,000  kj/hr  or  less;  and 

(c)  is  used  for  the  purpose  of 

providing  comfort  heating  or 
emergency  power, 
producing  hot  water  or 
steam,  or  heating  material  in 
a  system  that  does  not 
discharge  to  the 
atmosphere. 

2.  Heat  cleaning  ovens  used  for  parts 

cleaning,  and  associated  parts  washers 
or  degreasing  equipment,  other  than 
solvent  degreasing  equipment. 

$400  for  each  heat  cleaning  oven  to  which  the 
application  relates. 

3.  Cooling  towers. 

$400  x  A  for  each  site  to  which  the  application 
relates,  where  A  is  the  number  of  cooling  towers  to 
which  the  application  relates  on  the  site,  divided  by  2 
and  rounded,  if  necessary,  to  the  next  highest  whole 
number. 

4.  Storage  tanks. 

$400. 

5.  Equipment  used  to  control  emissions  of 
contaminants,  other  than  a  fume 
incinerator. 

$400  for  each  piece  of  equipment  to  which  the 
application  relates. 

6.  Combustion  equipment  that, 

$400  for  each  piece  of  equipment  to  which  the 
application  relates. 

(a)  uses  waste-derived  fuel; 

(b)  is  designed  to  burn  a  maximum 
of  15  litres  per  hour  of 
waste-derived  fuel;  and 

(c)  is  used  for  the  purpose  of 

providing  comfort  heating. 

7.  Welding  operations  that  use  a  maximum  of 
10  kilograms  of  welding  rod  per  hour. 

$400. 

8.  Laboratory  fume  hoods. 

$400  x  A  for  each  site  to  which  the  application 
relates,  where  A  is  the  number  of  laboratory  fume 
hoods  to  which  the  application  relates  on  the  site, 
divided  by  5  and  rounded,  if  necessary,  to  the  next 
highest  whole  number. 

9.  Paint  spray  booths  and  associated 

equipment  that  have  a  design  capacity  of 
8  litres  per  hour  of  paint. 

$400  for  each  paint  spray  booth  to  which  the 
application  relates. 

10.  Grain  dryers. 

$400  for  each  grain  dryer  to  which  the  application 
relates. 

11.  Any  plant,  structure,  equipment, 

$400  for  each  plant,  structure,  piece  of  equipment, 

apparatus,  mechanism  or  thing  that  will 
discharge  air  and  contaminants  at  a 
maximum  design  flow  rate  of  1.5  cubic 
metres  per  second  or  less. 

apparatus,  mechanism  or  thing  to  which  the 
application  relates. 

12.  Any  plant,  structure,  equipment, 

apparatus,  mechanism  or  thing  that  is 
not  referred  to  elsewhere  in  this 
Schedule. 

$1,200  for  each  plant,  structure,  piece  of  equipment, 
apparatus,  mechanism  or  thing  to  which  the 
application  relates,  plus  $300  if  one  or  more  of  the 
contaminants  to  which  the  application  relates  does 
not  have  a  value  expressed  for  the  contaminant  in 
either  the  Ministry  of  the  Environment  publication 
entitled  "Summary  of  Standards  and  Guidelines  to 
support  Ontario  Regulation  419:  Air  Pollution  -  Local 
Air  Quality"  and  dated  February  2008,  as  amended 
from  time  to  time,  or  the  Ministry  of  the  Environment 
publication  entitled  "Jurisdictional  Screening  Level 
(JSL)  List  -  A  Screening  Tool  for  Ontario  Regulation 
419:  Air  Pollution  -  Local  Air  Quality"  and  dated 
February  2008,  as  amended  from  time  to  time. 

SCHEDULE  2 

ACTIVITIES  MENTIONED  IN  SUBSECTION  9(1)  OF  THE 

ENVIRONMENTAL  PROTECTION  ACT  —  EMISSIONS  SUMMARIES 


Column  1 

Column  2 

Type  of  Review 

Amounts 

1.  Review  of  an  emissions  summary  that  has  not  previously  been 
reviewed  by  the  Director  and  that  relates  to, 

1.  five  sources  or  less: 

0 

2.  six  to  10  sources: 

1,000 

3.  11  to  20  sources: 

2,000 

4.  more  than  20  sources: 

3,000 

2.  Review  of  a  revised  emissions  summary  that  was  previously 
reviewed  by  the  Director  and  that  relates  to, 

1.  five  sources  or  less: 

0 

2.  six  to  10  sources: 

800 

3.  11  to  20  sources: 

1,600 

4.  more  than  20  sources: 

2,400 

Note:  In  this  Schedule, 

"source"  means  an  individual  point  of  emission  or  a  distinct  process  or  area  from  which  emissions  may  originate, 
and, 

(a)  if  more  than  one  stack  or  vent  arises  from  a  common  process,  that  process  is  a  source  and 
the  individual  points  or  emission  are  not  sources,  and 

(b)  if  two  or  more  separate  processes,  each  of  which  discharges  a  distinct  mixture  of 

contaminants,  are  discharged  to  a  common  stack,  each  of  the  separate  processes  is  a 
source. 
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SCHEDULE  3 

ACTIVITIES  MENTIONED  IN  SUBSECTION  9(1)  OF  THE 

ENVIRONMENTAL  PROTECTION  ACT  —  NOISE 


Column  1 

Column  2 

Noise  Source 

Amount 

1.  Equipment  that  is  located  within  500 
metres  of  a  residential  building  other 
than  equipment  referred  to  in  item  4  of 
this  Schedule,  if  no  noise  assessment  of 
equipment  has  previously  been 
reviewed  by  the  Director  in  connection 
with  an  application  for  an  environmental 
compliance  approval  with  respect  to  the 
site. 

$400  for  the  first  5  pieces  of  equipment  to  which  the 
application  relates  and  $100  for  each  additional  piece 
of  equipment  to  which  the  application  relates. 

2.  Equipment  that  is  located  within  500 
metres  of  a  residential  building  other 
than  equipment  referred  to  in  item  4  of 
this  Schedule,  if  the  equipment  is 
identical  to  equipment  for  which  a  noise 
assessment  was  previously  reviewed  by 
the  Director  in  connection  with  an 
application  for  an  environmental 
compliance  approval  with  respect  to  the 
site. 

$200  for  the  first  5  pieces  of  equipment  to  which  the 
application  relates  and  $50  for  each  additional  piece 
of  equipment  to  which  the  application  relates. 

3.  Equipment  that  is  located  within  500 
metres  of  a  residential  building  other 
than  equipment  referred  to  in  item  4  of 
this  Schedule,  if  the  equipment  is  not 
identical  to  any  equipment  for  which  a 
noise  assessment  was  previously 
reviewed  by  the  Director  in  connection 
with  an  application  for  an  environmental 
compliance  approval  with  respect  to  the 
site. 

$400  for  the  first  5  pieces  of  equipment  to  which  the 
application  relates  and  $100  for  each  additional  piece 
of  equipment  to  which  the  application  relates. 

4.  Arc  furnaces,  asphalt  plants,  blow  down 
devices,  co-generation  facilities, 
crushing  operations,  flares,  firearms 
ranges,  gas  turbines,  motor  vehicle 
tracks,  and  pressure  blowers  and  large 
induced  draft  fans  with  maximum  design 
flow  rates  in  excess  of  47  cubic  metres 
per  second  or  maximum  design  static 
pressures  in  excess  of  1.25  kilopascals. 

$2,250  for  each  furnace,  plant,  device,  facility, 
operation,  flare,  range,  turbine,  track,  blower  or  fan  to 
which  the  application  relates. 
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SCHEDULE  4 

ACTIVITIES  MENTIONED  IN  SUBSECTION  27(1)  OF  THE 

ENVIRONMENTAL  PROTECTION  ACT  —  SUBJECT-MATTER 


Column  1 

Column  2 

Subject-Matter 

Amount 

1.  A  site  where  hazardous  waste  or  liquid 
industrial  waste  is  processed  to  remove 
a  component  before  final  disposal, 
including  a  site  where  the  waste  is  also 
transferred  from  one  vehicle  to  another. 

$1,500,  if  the  design  capacity  of  the  site  is  100 
tonnes  or  less  per  day. 

$6,000,  if  the  design  capacity  of  the  site  is  more  than 
100  tonnes  per  day. 

2.  A  site  where  hazardous  waste  or  liquid 
industrial  waste  is  transferred  from  one 
vehicle  to  another  but  is  not  processed 
to  remove  a  component  before  final 
disposal. 

$1,200,  if  the  design  capacity  of  the  site  is  100 
tonnes  or  less  per  day. 

$4,800,  if  the  design  capacity  of  the  site  is  more  than 
100  tonnes  per  day. 

3.  A  site  where  hazardous  waste  or  liquid 
industrial  waste  is  incinerated. 

$42,000. 

4.  A  site  where  hazardous  waste  or  liquid 
industrial  waste  is  disposed  of  by 
landfilling. 

$60,000. 

5.  Hazardous  waste  and  liquid  industrial 
waste  haulage  systems. 

$400. 

6.  A  site  certificate  for  mobile  facilities 
relating  to  hazardous  waste  or  liquid 
industrial  waste,  other  than  mobile 
thermal  treatment  facilities  and  mobile 
PCB  sites. 

$800. 

7.  Class  1  mobile  PCB  destruction  facility 
waste  disposal  sites. 

$12,000. 

8.  Class  1  mobile  PCB  destruction  facility 
waste  management  systems. 

$12,000. 

9.  Class  2  or  3  mobile  PCB  destruction 
facility  waste  disposal  sites. 

$200. 

10.  Class  2  mobile  PCB  destruction  facility 
waste  management  systems. 

$3,600. 

11.  A  site  where  waste  other  than  hazardous 
waste  and  liquid  industrial  waste  is 
processed  to  remove  a  component 
before  final  disposal,  including  a  site 
where  the  waste  is  also  transferred  from 
one  vehicle  to  another. 

$1,200,  if  the  design  capacity  of  the  site  is  100 
tonnes  or  less  per  day. 

$4,800,  if  the  design  capacity  of  the  site  is  more  than 
100  tonnes  per  day. 

12.  A  site  where  waste  other  than  hazardous 
waste  and  liquid  industrial  waste  is 
transferred  from  one  vehicle  to  another 
but  is  not  processed  to  remove  a 
component  before  final  disposal. 

$900,  if  the  design  capacity  of  the  site  is  100  tonnes 
or  less  per  day. 

$3,600,  if  the  design  capacity  of  the  site  is  more  than 
100  tonnes  per  day. 

13.  A  site  where  waste  other  than  hazardous 

$18,000,  if  the  design  capacity  of  the  site  is  100 
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waste  and  liquid  industrial  waste  is 
incinerated. 

tonnes  or  less  per  day. 

$42,000,  if  the  design  capacity  of  the  site  is  more 
than  100  tonnes  per  day. 

14.  A  site  where  waste  other  than  hazardous 
waste,  liquid  industrial  waste  is  disposed 
of  by  landfilling,  other  than  sites  referred 
to  in  item  15  of  this  Schedule. 

$6,000,  if  the  design  capacity  of  the  site  is  40,000 
cubic  metres  or  less. 

$30,000,  if  the  design  capacity  of  the  site  is  more 
than  40,000  cubic  metres  and  not  more  than  3  million 
cubic  metres. 

$60,000,  if  the  design  capacity  of  the  site  is  more 
than  3  million  cubic  metres. 

15.  A  site  with  a  design  capacity  of  40,000 
cubic  metres  or  less  where  waste  is 
disposed  of  by  landfilling,  if  the  only 
waste  that  is  disposed  of  is 
uncontaminated  tree  stumps,  leaves, 
branches,  concrete  and  rocks. 

$1,500. 

16.  Hauled  sewage  and  biosolids  waste 
management  systems  and  the  initial 
sites. 

$600. 

17.  Waste  management  systems,  other  than 
hazardous  waste,  liquid  industrial  waste, 
hauled  sewage  and  biosolids  waste 
management  systems. 

$300. 

18.  Mobile  waste  disposal  sites  for  waste 
other  than  hazardous  waste  and  liquid 
industrial  waste,  other  than  mobile 
thermal  treatment  facilities. 

$800. 
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SCHEDULE  5 

ACTIVITIES  MENTIONED  IN  SUBSECTION  27(1)  OF  THE 

ENVIRONMENTAL  PROTECTION  ACT  —  AMENDMENTS  AND 

REVOCATIONS 


Column  1 

Column  2 

Subject-Matter 

Amount 

1.  A  site  where  hazardous  waste  or  liquid 
industrial  waste  is  processed  to  remove 
a  component  before  final  disposal, 
including  a  site  where  the  waste  is  also 
transferred  from  one  vehicle  to  another. 

$1,150,  if  the  design  capacity  of  the  site  is  100  tonnes 
or  less  per  day  and,  in  the  opinion  of  the  Director,  the 
application  requires  a  fundamental  design  review. 

$4,500,  if  the  design  capacity  of  the  site  is  more  than 
100  tonnes  per  day  and,  in  the  opinion  of  the  Director, 
the  application  requires  a  fundamental  design  review. 

$100,  if,  in  the  opinion  of  the  Director,  the  application 
does  not  require  a  fundamental  design  review. 

2.  A  site  where  hazardous  waste  or  liquid 
industrial  waste  is  transferred  from  one 
vehicle  to  another  but  is  not  processed 
to  remove  a  component  before  final 
disposal. 

$900,  if  the  design  capacity  of  the  site  is  100  tonnes 
or  less  per  day  and,  in  the  opinion  of  the  Director,  the 
application  requires  a  fundamental  design  review. 

$3,600,  if  the  design  capacity  of  the  site  is  more  than 
100  tonnes  per  day  and,  in  the  opinion  of  the  Director, 
the  application  requires  a  fundamental  design  review. 

$100,  if,  in  the  opinion  of  the  Director,  the  application 
does  not  require  a  fundamental  design  review. 

3.  A  site  where  hazardous  waste  or  liquid 
industrial  waste  is  incinerated. 

$21,000,  if,  in  the  opinion  of  the  Director,  the 
application  requires  a  fundamental  design  review. 

$1,200,  if,  in  the  opinion  of  the  Director,  the 
application  does  not  require  a  fundamental  design 
review. 

4.  A  site  where  hazardous  waste  or  liquid 
industrial  waste  is  disposed  of  by 
landfilling. 

$48,000,  if,  in  the  opinion  of  the  Director,  the 
application  requires  a  fundamental  design  review  or 
hydrogeological  assessment. 

$1,200,  if,  in  the  opinion  of  the  Director,  the 
application  does  not  require  a  fundamental  design 
review  or  hydrogeological  assessment. 

5.  Hazardous  waste  and  liquid  industrial 
waste  haulage  systems. 

$400. 

6.  A  site  certificate  for  mobile  facilities 
relating  to  hazardous  waste  or  liquid 
industrial  waste,  other  than  mobile 
thermal  treatment  facilities  and  mobile 
PCB  sites. 

$400. 

7.  Class  1  mobile  PCB  destruction  facility 
waste  disposal  sites. 

$12,000. 

8.  Class  1  mobile  PCB  destruction  facility 
waste  management  systems. 

$9,000,  if,  in  the  opinion  of  the  Director,  the 
application  requires  a  fundamental  design  review. 

$200,  if,  in  the  opinion  of  the  Director,  the  application 
does  not  require  a  fundamental  design  review. 

9.  Class  2  or  3  mobile  PCB  destruction 
facility  waste  disposal  sites. 

$200. 

10.  Class  2  mobile  PCB  destruction  facility 
waste  management  systems. 

$3,600,  if,  in  the  opinion  of  the  Director,  the 
application  requires  a  fundamental  design  review. 
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$100,  if,  in  the  opinion  of  the  Director,  the  application 
does  not  require  a  fundamental  design  review. 

11.  A  site  where  waste  other  than  hazardous 
waste  and  liquid  industrial  waste  is 
processed  to  remove  a  component 
before  final  disposal,  including  a  site 
where  the  waste  is  also  transferred  from 
one  vehicle  to  another. 

$900,  if  the  design  capacity  of  the  site  is  100  tonnes 
or  less  per  day  and,  in  the  opinion  of  the  Director,  the 
application  requires  a  fundamental  design  review. 

$3,600,  if  the  design  capacity  of  the  site  is  more  than 
100  tonnes  per  day  and,  in  the  opinion  of  the  Director, 
the  application  requires  a  fundamental  design  review. 

$100,  if,  in  the  opinion  of  the  Director,  the  application 
does  not  require  a  fundamental  design  review. 

12.  A  site  where  waste  other  than  hazardous 
waste  and  liquid  industrial  waste  is 
transferred  from  one  vehicle  to  another 
but  is  not  processed  to  remove  a 
component  before  final  disposal. 

$700,  if  the  design  capacity  of  the  site  is  100  tonnes 
or  less  per  day  and,  in  the  opinion  of  the  Director,  the 
application  requires  a  fundamental  design  review. 

$2,700,  if  the  design  capacity  of  the  site  is  more  than 
100  tonnes  per  day  and,  in  the  opinion  of  the  Director, 
the  application  requires  a  fundamental  design  review. 

$100,  if,  in  the  opinion  of  the  Director,  the  application 
does  not  require  a  fundamental  design  review. 

13.  A  site  where  waste  other  than  hazardous 
waste  and  liquid  industrial  waste  is 
incinerated. 

$9,000,  if  the  design  capacity  of  the  site  is  100  tonnes 
or  less  per  day  and,  in  the  opinion  of  the  Director,  the 
application  requires  a  fundamental  design  review. 

$18,000,  if  the  design  capacity  of  the  site  is  more  than 
100  tonnes  per  day  and,  in  the  opinion  of  the  Director, 
the  application  requires  a  fundamental  design  review. 

$1,200,  if,  in  the  opinion  of  the  Director,  the 
application  does  not  require  a  fundamental  design 
review. 

14.  A  site  where  waste  other  than  hazardous 
waste  or  liquid  industrial  waste  is 
disposed  of  by  landfilling,  other  than 
sites  referred  to  in  item  15  of  this 
Schedule. 

$4,500,  if  the  design  capacity  of  the  site  is  40,000 
cubic  metres  or  less  and,  in  the  opinion  of  the 
Director,  the  application  requires  a  fundamental 
design  review  or  hydrogeological  assessment. 

$22,500,  if  the  design  capacity  of  the  site  is  more  than 
40,000  cubic  metres  and  not  more  than  3  million 
cubic  metres  and,  in  the  opinion  of  the  Director,  the 
application  requires  a  fundamental  design  review  or 
hydrogeological  assessment. 

$45,000,  if  the  design  capacity  of  the  site  is  more  than 
3  million  cubic  metres  and,  in  the  opinion  of  the 
Director,  the  application  requires  a  fundamental 
design  review  or  hydrogeological  assessment. 

$1,200,  if,  in  the  opinion  of  the  Director,  the 
application  does  not  require  a  fundamental  design 
review  or  hydrogeological  assessment. 

15.  A  site  with  a  design  capacity  of  40,000 
cubic  metres  or  less  where  waste  is 
disposed  of  by  landfilling,  if  the  only 
waste  that  is  disposed  of  is 
uncontaminated  tree  stumps,  leaves, 
branches,  concrete  and  rocks. 

$1,100,  if,  in  the  opinion  of  the  Director,  the 
application  requires  a  fundamental  design  review. 

$100,  if,  in  the  opinion  of  the  Director,  the  application 
does  not  require  a  fundamental  design  review. 
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16.  Hauled  sewage  and  biosolids  waste 
management  systems. 

$300,  if  the  application  does  not  involve  adding  a  new 
site. 

$100  for  each  new  site,  if  the  application  involves 
adding  a  new  site. 

17.  Mobile  waste  disposal  sites  for  waste 
other  than  hazardous  waste  and  liquid 
industrial  waste,  other  than  mobile 
thermal  treatment  facilities. 

$400. 
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SCHEDULE  6 

ACTIVITIES  MENTIONED  IN  SUBSECTION  53(1)  OF  THE  ONTARIO 

WATER  RESOURCES  ACT—  SUBJECT  -MATTER 


Column  1 

Column  2 

Subject-Matter 

Amount 

1.  A  municipal  or  private  facility  for  the  treatment  and  disposal  of 
sewage,  including  a  lagoon  or  stabilization  pond  or  a  sewage 
treatment  plant,  including  the  expansion,  re-rating  or  upgrading 
of  an  existing  facility  that  involves  an  increase  in  the  rated 
capacity  of  the  facility. 

$5,000,  if  the  maximum  design 
capacity  is  not  more  than 
4,550  cubic  metres  per  day. 

$10,000,  if  the  maximum 
design  capacity  is  more  than 
4,550  cubic  metres  per  day. 

2.  A  facility  for  attenuating  stormwater  runoff  peak  flow  rate  or 
volume  or  for  managing  stormwater  runoff  quality,  such  as 
detention  or  retention  pools,  underground  chambers,  oversized 
sewers,  rooftop  storage,  parking  lot  storage,  oil,  grit  and  silt 
separators,  flow  control  outlet  structures,  infiltration  wells, 
perforated  sewers,  and  trenches  or  outfalls,  including  the 
expansion  of  an  existing  facility  that  involves  an  increase  in  the 
rated  capacity  of  the  facility. 

$2,000. 

3.  A  facility  for  the  treatment  and  disposal  of  leachate,  including  the 
expansion  of  an  existing  facility  that  involves  an  increase  in  the 
rated  capacity  of  the  facility. 

$6,000. 

4.  A  subsurface  disposal  facility,  including  the  expansion  of  an 
existing  facility  that  involves  an  increase  in  the  rated  capacity 
of  the  facility. 

$600,  if  the  design  capacity  of 
the  facility  is  not  more  than  15 
cubic  metres  per  day. 

$1,500,  if  the  design  capacity 
of  the  facility  is  more  than  15 
cubic  metres  per  day  and  not 
more  than  50  cubic  metres  per 
day. 

$3,000,  if  the  design  capacity 
of  the  facility  is  more  than  50 
cubic  metres  per  day. 

5.  A  facility  for  the  treatment  and  disposal  of  industrial  process 
wastewater,  including  contact  cooling  water,  including  the 
expansion  of  an  existing  facility  that  involves  an  increase  in  the 
rated  capacity  of  the  facility. 

$6,000. 

6.  A  facility  for  the  disposal  of  spent  water  from  a  non-contact 
industrial  cooling  process,  including  the  expansion  of  an 
existing  facility  that  involves  an  increase  in  the  rated  capacity 
of  the  facility. 

$1,000. 

7.  Storm  and  sanitary  sewers  and  appurtenances,  including 
expansion  of  existing  sewers. 

$900. 

8.  Storm  and  sanitary  pump  stations,  force  mains,  and  sanitary 
sewage  detention  chambers  or  oversized  sewers,  including  the 
expansion  of  an  existing  facility  that  involves  an  increase  in  the 
rated  capacity  of  the  facility. 

$1,800. 
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